GROAT

In this illustration the coin shown in Fig. 37 is of gold, the rest being of silver.   Fig. 36 depicts
an Oxford Crown of the time of Charles I.; Fig. 37 shows a ten-shilling piece from Colchester ;
Fig. 38, a Pontefract shilling ; and Fig. 39, a half groat of the time of the Commonwealth.   A
groat was worth 4^.   The coins shown here are slightly enlarged.
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